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THE 

ARLINGTON CONTRIBUTORY 
RETIRMENT BOARD 
COLA HEARING and VOTE 

The meeting will be held 
Thursday, February 28, 2019 at 4:30 PM 
Ground Floor Conference Room 
Senior Center 
27 Maple Street 
Arlington MA 02476 


27 Maple Street • Suite G-ll • Arlington, Massachusetts 02476 
781-316-3370 . FAX 781-316-3379 



